T»e  METIVM^LitAN  \ 


bJO 


Observe  we  combine  outer  and  main 
bearing  to  body  of  engine,  a rigid 
frame  is  obtained  in  this  way. 


V^rite  for  our  Desoriptive  Catalogue  and  Price  List. 


DONEGAN  &•  SWIFT, 

11  MURRAY  ST.,  NEW  YORK. 


KCTV^  E 

PEBFECTED  griltlT  EIEIIE 

SIZES  : 

3 to  40  HORSE  POWER. 


DONBGHN  St  S3la£II=T, 

11  MURRAY  ST.,  NEW  YORK. 

A FULL  LIN 


M C m E 

[NGIIIEIINDBOIUR  COMBINID 


KCTV^  E 


PEBEECTED  OPBIUT  EBCIBE 


11  MURRAY  ST.,  NEW  YORK. 

E OF  ALL  SIZES  ON  HAND  FOR  PROMPT 


11  MURRAY  ST.,  NEW  YORK. 

DELIVERY. 


TUBES  CAN  BE  CLEANED  BY  REMOVING  (4)  PLATES 


DONEGAN  & SWIFT’S 


UPRIGHT  BOILERS 


3 TO  60  HORSE  POWER. 
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DONEGAN  & SWI  FT, 


II  MURRAY  ST.,  NEW  YORK 


MECHANICALLY 


M 3 to  lOO 


DONEGAN  & SWIFT’S 


S-A.FET"5r 


With  Submerged  Tubes  and  Super 
Heated  Steam  Chamber. 
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We  apply  to  these  boilers  our  hood,  with  top  plates, 
that  are  removed  to  clean  tubes,  thus  doing  away 
with  removing  the  hood  from  top  of  boiler. 


DONEGAN  S-  SWIET 

11  MURRAY  ST.,  NEW  YORK. 


